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single contact, it is desired not to use a dosing tank, the beds
must be filled from the septic tank at the same rate as the sewage
flows into the works. To do this some automatic device for
connecting each bed to the septic tank in turn, and for discharg-
ing it at the proper time, must be employed.
V. In case sprinkling percolating filters are used, the prob-
lem is reduced to determining the dimensions of the beds, the
method of applying the liquid, the material for the filtering
medium, and the means of drainage and aeration. These are
all independent details for the engineer, each one of which is
to be determined upon its merits and its cost at the locality.
Therefore no detailed descriptions of such plants are here sug-
gested. Neither are illustrations given of any large systems,
the purpose of this presentation being to illustrate principles
sufficiently to suggest combinations that may be useful rather
than to indicate designs for any special cases.